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3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 


NOTES: 


2) FINISH: N/A 
1) MATERIAL: SEE TABLE 


s 
0.00 lb 


SPECIFICATION CONTROL DRAWING 


7) WEIGHT: 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.1 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 


DART 
PART NUMBER 
DESCRIPTION 
VENDOR 
VENDOR 
PART NUMBER 
MATERIAL 
INSIDE DIAMETER 
"ID" 
OUTSIDE DIAMETER 
"OD" 
FLANGE DIAMETER 
"FD" 
WIDTH 
"W" 
CENTER WIDTH 
"CW" 
FLANGE WIDTH 
"FW" 
D4511-1 
BEARING 
MCMASTER CARR 
57155K335 
STAINLESS STEEL 
0.188 
0.375 
0.422 
0.125 
0.156 
0.03 
D4511-3 
BEARING 
MCMASTER CARR 
57155K336 
STAINLESS STEEL 
0.250 
0.375 
0.422 
0.125 
0.156 
0.04 


